
March 5, 1993 


J.H. CASEY 
Division Sales Manager 

400 Raritan Center Parkway 
Raritan Center 
Edison, NJ 08837 
908-225-3050 
Fax: 908-417-9076 


TO: J.A. MILLER 

R.J. O'ROURKE 
B. KWIATKOWSKI 


RE: DRUG FAIR (2608-00-00) 


Dear Managers & Betsy: 

Art Muth, the Buyer for Drug Fair stores, has approved the 
replacement of the following displays: 


RIDGEWOOD: Replace the Doral CCD unit on top of the 

Doral Savings Center (see Jim the store 
manager). 

MIDDLESEX: Replace 1 ft. Doral Savings Center carton 

display (see Warren the store manager). 

LAKEWOOD: RJR full price non self-service carton 

fixture - remove battery display to allow 
for visibility. 

MATAWAN: RJR full price non self-service and Doral 

cartons - merchandise RJR rows on dealer 
shelving in a visible location and replace 
Doral Savings Center carton display. 


“We work for smokers." 


Source: https://www.industrydocuments.ucsf.edu/docs/xncy0000 


51850 2179 


